C.638-GRACE  EPISCOPAL  CHURCH 
GEORGETOWN,  COLORADO 
Grace     Church    was     the    first    church  in 
Georgetown  and  is  the  oldest  Episcopal  Church 
in  the  State  of  Colorado. 
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